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Experimental proof of the dispersion formulae of Sellmeier, Helm- 
holtz, and Ketteler has for the most part been based upon observations 
made upon substances in the solid state or in the state of solution, 
where the range of absorption extends over a considerable portion of 
the spectrum, and the molecular condition is in all probability vastly 
more complicated than in the gaseous state. 

In liquid oxygen and in the salts of erbium and didymium we have 
the only examples, so far as I know, of substances other than gases 
which exhibit narrow absorption bands, and in these cases the absorp- 
tion is scarcely strong enough to influence the dispersion to any 
marked degree. A careful study of the dispersion of some substance 
with absorption bands as narrow and strong as those of sodium vapour 
would be of great value in aiding us to pass judgment on the various 
modifications of Sellmeier's original theory. 

The anomalous dispersion of sodium vapour in the immediate 
vicinity of the D lines was first observed by Kundt, and has since 
been studied by Becquerel and Julius, but none of these investigators 
has traced the effect over a range of the spectrum greater than two or 
three times the distance between the lines. 

In a previous paper* I have shown that a spectrum closely resem- 
bling the bright-line spectrum of incandescent sodium can be pro- 
duced under certain conditions by the anomalous refraction of white 
light in a non-homogeneous atmosphere of sodium vapour, in precisely 
the manner in which Julius very ingeniously suggests that it may 
occur in the reversing layer of the sun, giving rise to the phenomenon 
of the " flash spectrum." In view of the seeming importance of the 
subject in its bearing on the subject of the dynamics of dispersion, 
and its possible connection with solar-physics, I have undertaken to 
determine whether sufficiently accurate quantitative data can be 
obtained, to make a test of the dispersion formula, as applied to 
sodium vapour, possible. 

Though the absolute values of the refractive indices which have 
been found are not as satisfactory as is desirable, very interesting 
relative values have been obtained, and what is of especial interest, 
the dispersion has been traced and measured throughout the entire 
range of the visible spectrum, the refractive index for all waves of 
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higher frequency than D2 being less than one, and for all waves of 
lower frequency than Di, greater than one. In other words, I have 
been able to form a complete anomalous spectrum by means of sodium 
vapour, in which all of the colours between the extreme red and 
violet are present, with the exception of a range of perhaps twenty 
Angstrom units at the I) lines. 

Previous investigations have been made exclusively with sodium 
flames, which have been made to assume a prismatic form. In view 
of the great uncertainty regarding the prism angle, density of the 
vapour, and its molecular condition, that is, whether dissociated or 
not, it seemed advisable to employ non-luminous vapour, obtained by 
heating metallic sodium in some inert gas or in vacuo. 

The first experiments were made with a large prism of cast iron, 
furnished with windows of mica or thin plate glass, in which the 
metal was heated in an atmosphere of hydrogen. Very beautiful 
results were at once obtained, but certain peculiarities of the vapour's 
action showed that the refraction was due chiefly to the action of a 
non-homogeneous medium, the planes of constant density being hori- 
zontal. Great trouble was had with the windows, which soon became 
covered with a white deposit, which cut off most of the light. It 
being apparent, however, that the oblique faces played but a very 
small part, the effect being due almost wholly to the variable density 
of the vapour, it seemed best to make the most of this circumstance, 
and dispense with the trouble entirely by removing the glass plates to 
such a distance from the heated vapour that no deposit took place. 

Fig. 1. 
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The arrangement finally adopted was simply a tube of glass about 
30 cm. long, provided with plate-glass ends cemented on with sealing- 
wax. Hydrogen, dried by passage over calcium chloride, was con- 
ducted into and out of the tube by means of two fine glass tubes 
arranged as shown in fig. 1. 

The diameter of the tubes should not be over 2 mm., and they 
should lie close against the sides of the large tube in order not to cut 
off' any of the light. The most suitable diameter for the large tube is 
2 cm. As the experiments to be described in this paper will, I feel 
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sure, repay any one who takes the trouble to repeat them, and will be 
extremely useful in illustrating the subject of anomalous dispersion to 
small classes of advanced students, I shall describe in some detail the 
manner of preparing and using these dispersion tubes which I have 
found most advantageous. The ends of the tubes are first warmed 
and thickly coated with sealing-wax ; one of the glass straws is then 
placed in position, and a small piece of plate glass, previously warmed, 
pressed against the wax, any crevices around the straw being closed 
with wax. The leading-in tube is next placed in position, and a piece 
of freshly cut sodium (about 5 mm. on a side) inserted. The other 
window is then cemented to the tube, and the current of hydrogen 
started as soon as possible. Some experience is necessary properly to 
regulate the hydrogen stream during the experiment. When the tube 
is first heated much white smoke forms. If a stream corresponding to 
about one bubble per second is allowed to flow, the smoke will usually 
clear up in a few minutes and give little trouble. The tube should be 
heated by means of a Bunsen burner turned down low, the tip of the 
flame playing against the bottom of the tube. If a sodium flame is 
placed behind the tube the formation of the vapour can be watched, 
for it appears almost jet black against the flame, though quite colour- 
less in white light. The behaviour of the vapour is somewhat 
peculiar. It grows out from the sodium globule as a dark atmosphere 
with a sharply defined surface, which clings to the globule with great 
tenacity. It resembles at first a thick growth of mould more than 
anything else that I can think of, and a sudden gust of hydrogen 
scarcely moves it at all. A wire pushed up through it drags a certain 
amount above the free surface in much the same manner as a stick 
pushed up through the surface of thick molasses would do. If the 
tube be inverted the black cloud clings to the upper surface, behaving 
on the whole like a very viscous mass. It is even possible to dip some 
of it up on a wire. 

These peculiar physical properties of the metallic vapour I have as 
yet only studied in a very superficial manner, and I mention them 
now, only because it appears to me that there is some connection 
between them and the optical behaviour of the medium. 

I am of the opinion that the apparent viscosity is an illusion, and 
that the sharply-defined surface is merely the boundary at which 
either condensation or chemical action (the hydrogen not being pure) 
is taking place. The process of dipping the vapour up on the wire 
might be explained by condensation on the wire followed by vapori- 
sation. A more careful study of the physical behaviour of the vapour 
will be made some time in the future. 

The apparatus employed in the study of the dispersion of the 
vapour was essentially identical with that used by Becquerel. The 
light of an arc lamp was focussed on the horizontal slit of a collimator, 
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after traversing which the parallel rays passed lengthwise through the 
dispersion tube. A second lens brought them to a focus on the slit of 
a spectroscope, when the dispersion was to be studied by the method of 
crossed prisms, or in the focus of an eye-piece when the anomalous 
spectrum was to be viewed subjectively (fig. 2). 




Fig, 2. 
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The first experiments were made by the method of crossed prisms, 
the spectrometer being furnished with a Rowland plane grating, which 
showed the sodium lines widely separated. It was at once apparent 
that far better results could be obtained with the dispersion tubes 
than had ever been observed with prismatic flames. The curved 
branches of the diffraction spectrum on each side of the D lines were 
perfectly sharp and steady, and the dispersion could be traced to a 
considerable distance up and down the spectrum. On the slit of the 
spectrometer appeared, instead of the white image of the horizontal 
slit, a most beautiful anomalous spectrum, of great brilliancy and 
purity. The spectrometer was at once removed and an eye-piece put 
in its place, when a most superb spectrum revealed itself. The general 
appearance is shown in the coloured plate accompanying this paper, 
though it is quite impossible to represent by means of pigments the 
sparkling brilliancy of the colours. (See Plate 1.) 

Before discussing this spectrum in detail it will be better to take up 
the results of the experiments made by the method of crossed prisms. 
On first heating the tube the curvature of the spectrum between the 
D lines as well as on each side is observed, the appearance being 
identical with that figured by Becquerel, but in a few seconds the vapour 
becomes so dense that total absorption of all the light between the lines 
occurs. Julius expresses the opinion that this disappearance of the 
light between the lines is only a result of the strong dispersion, that is, 
it is not absorbed but turned off to one side so that it does not enter 
the instrument. It appears to me, however, that this is not the case, 
for I have observed the same effect under conditions where lateral 
deflection seems quite out of the question. As I shall show later on 
the breadth of the absorption band is sometimes twenty times the 
width of the spectrum comprised within the D lines. 

The oppositely-curved branches adjacent to the region of absorption 
grow out rapidly as the tube grows hotter, the ends finally passing- 
out of the field of the instrument. A beautiful fluted absorption 
appears in the red and the greenish-blue, which finally blots out a 
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region in the blue almost entirely. Meanwhile the curvature of the 
spectrum increases in a most remarkable manner, and the entire red end 
is lifted high above the green-blue end. As the density of the vapour 
increases the red gradually fades away, leaving only the yellow and 
green and the remote blue and violet, the curvature increasing all the 
while. The fluted or channelled spectrum was described by Eoscoe 
and Schuster about twenty-five years ago, but so far as I know no 
work has been done on it since. I have recently secured excellent 
photographs of it with a Eowland concave grating, from the extreme 
red to the violet, and find that it is much more extensive than has been 
supposed, for the flutings run right up to the absorption band at the 
D lines on both sides, though they are very faint on the side of 
shorter wave-lengths. This spectrum will be described in a subsequent 
paper. 

Very satisfactory photographs of the dispersed grating spectrum 
were secured, some of which are reproduced. It was found impossible 
to maintain a sufficiently uniform density, at the low temperature, for 
a sufficient length of time to enable a negative to be secured showing 
the appearance before the light between the D lines vanished. I 
therefore went back to the old plan of using a prismatic flame. After 
some experimenting it was found that the most satisfactory flame was 
secured by passing hydrogen through a tube containing metallic 
sodium, strongly heated, and burning the gas at a flat jet piece 
made of platinum foil. An exceedingly dense and very uniform 
sodium flame is obtained in this way, which can be maintained almost 
indefinitely. The arrangement of the lamp is shown in fig. 3, the 
diagram requiring no description. 



Fig. 3. 
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With this flame as a dispersing piece the photographs shown in 
Plate 2, fig. 8, were obtained. In comparison with some of the other 
photographs this example is very poor, and I have included it merely 
to make the set complete. An exposure of about 10 minutes was 
necessary, with an " Erythro " plate. Fig. 9 was taken with one of 
the dispersion tubes, and shows what may be called the second stage. 
After the exposure was over, but before the plate was removed, a small 
sodium flame was placed before the slit of the spectrometer, and the 
sodium lines impressed on the plate in their proper position, to serve 
as a reference. For securing photographs of the dispersion resulting 
from still denser vapour more light was desirable, and a small prism 
was accordingly substituted for the grating. This prism barely 
resolved the sodium lines in the negatives, but gave excellent pictures 
of the spectrum under strong sodium dispersion Figs. 10 and 11 were 
obtained in this way. In the latter the flutings in the red and green 
are discernible, though not very sharp. 

As much of the fine detail is always lost in reproduction I have 
marked with arrows on fig. 11 the extreme points to which the curved 
branches adjacent to the absorption band can be traced in the original 
negative. Eye observations enable one to trace them much farther, 
for the tips are exceedingly faint, and the light is not very actinic. 

In order to secure accurate measurements of the dispersion in different 
parts of the spectrum I have made use of two different methods. 

The photographs were not very suitable owing to the fact that 
during the exposure the density of the vapour varied somewhat, pro- 
ducing a slight blurring of the image. Measurements of the deviation 
of the continuous spectrum were accordingly made with a filar micro- 
meter, an illuminated scale giving the wave-lengths at the points where 
readings were taken. Several minutes were necessary, however, to 
get anything like a satisfactory set of readings, and changes occurred 
even during that short period, as was at once apparent on repeating 
observations. I accordingly adopted the following method. The 
telescope of the spectrometer was removed and a telescope objective 
of nearly two metres focus put in its place. 

In the focal plane of this lens a plate of glass was firmly mounted, 
on which a horizontal diamond scratch had been ruled. This diamond 
scratch was brought accurately into coincidence with the narrow 
continuous-spectrum image in its undeviated position. An eye-piece 
mounted behind the plate enabled the spectrum to be observed. When 
the dispersion tube was in good condition, and the deviated branches 
of the spectrum appeared sharp and steady, their positions on the 
plate were marked with a writing diamond, the line being drawn along 
the middle of the spectrum, which was only about a millimetre wide on 
the plate. The dispersion tube was then removed and various metals 
fed to the arc, the bright lines being marked on the plate with the 
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diamond. In this way a scale of wave-lengths was secured. For the 
determination of refractive indices we require, however, the angular 
deviation of the different rays. This can be determined if we know 
the focal length of the lens forming the image of the spectrum on the slit 
of the spectrometer, and the actual deviations measured in millimetres 
•of the images of the first slit formed by light of various wave-length at 
this point. To secure a record of this a glass plate, ruled with half- 
millimetre lines, was placed over the slit of the spectrometer, and the 
position of the lines on the glass plate in the focus of the large lens 
recorded with the writing diamond. This scale enabled the recorded 
deviations to be reduced to the actual deviations as they existed on the 
slit of the instrument. 

The dispersion curve obtained in this manner, with the half -milli- 
metre marks, is reproduced on the same scale as the original in fig. 4, 
the prismatic spectrum having been converted into a normal spectrum. 
It will be seen that for all wave-lengths shorter than those of the D 
lines, the refractive index is less than one, while for the rest of the 
ispectrum it is greater than one. This is the only case that I know of 
in which we have a medium, beautifully transparent even in consider- 
able thicknesses, in which light travels faster than in a vacuum. 

Fig-. 4. 
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To determine the refractive indices we require the angle of the 
sodium prism, and here we encounter a grave difficulty, for it appears 
to be quite impossible to determine this directly. As I have said 
before, we are dealing with the optical equivalent of a prism, namely, 
a non-homogeneous medium, in which the vertical wave-front is 
retarded or accelerated in a progressively increasing amount as we 
pass from its upper to its lower edge. The equivalent prism appears 
from experiment to be bounded by concave instead of plane surfaces, 
in other words the effective angle is greater near the bottom of the 
tube than at the top. This can be shown by screening off different 
levels. 

The lower part of the tube acting alone gives a much greater 
deviation than the upper. In practice I have found it best to screen 
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off the upper and lower portions, utilizing only the light which passes 
in the median plane, where the change in density appears to be quite 
uniform, this method having been used in preparing the dispersion 
curve alluded to above. The effective angle lies probably somewhere 
between 90° and 130°, but even this estimate is mere guess work. 

If a single observation could be made with a vapour prism of known 
angle, in which we could be sure that the density was uniform,, 
quantitative values could be assigned to determinations made with the 
dispersion tubes. I have accordingly tried in every way possible ta 
obtain a prism fulfilling the required conditions. These endeavours 
have thus far met with only partial success, but an account of the 
devices tried may be of value to others working along similar lines. 

Glass and mica are so quickly attacked by the sodium vapour that 
the use of these substances for prism faces seems to be out of the 
question. Added to this there is the difficulty of making gas-tight 
joints between plate-glass and metal which will stand a temperature 
but little below a red heat. Repeated failures to secure prisms in 
this way compelled me to seek some other method of giving the. 
vapour the required form. I had observed that in glass tubes held 
before sodium flames the black vapour retreated before the approach 
of a cold obstacle. This suggested to me that it might be possible to 
do away with glass surfaces entirely, moulding the vapour into the 
required prismatic form by the proximity of cold bodies. Experi- 
ments along these lines were partially successful. Two pieces of thick 
walled iron tubing, the ends of which had been cut off at an angle, 
were introduced into a glass tube, and the sodium placed in the clear 
space between the bevelled ends, as is shown in fig. 5. The ends of the- 

Fig-. 5. 




tube were closed in the usual manner and the whole mounted between 
the collimator and telescope, in such a position that the prism formed 
by the sloping ends of the iron tubes stood with its refracting edge; 
vertical. This was necessary, for in any other position the refraction, 
due to the non-homogeneity of the vapour would have made itself 
felt. With a vertical slit and a vertical prism no lateral deviation 
could result from this cause. It was hoped that the sodium vapour 
formed by sudden and rapid heating of the glass tube would refuse 
to enter the colder iron tube, and that a prismatic form would result 
from the bevelled ends. The slit of the spectroscope was illuminated 
with monochromatic light obtained by prismatic analysis, the wave- 
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length of which could be changed by turning the prism, which was 
furnished with a mirror in the manner described by Wads worth. 

On heating the tube the black vapour was seen to spread out and 
fill the prismatic clear space between the iron tubes, while the lateral 
deviation of the image of the slit, as observed in the telescope, indicated 
that, to a certain extent at least, the desired prismatic form had been 
secured. In the extreme red the deviation was very slight, but as the 
spectrum was advanced across the slit by slowly turning the prism the 
image in the telescope moved off to one side, the deviation in this 
direction reaching its maximum value just before the wave-length 
reached that of the sodium lines. At this point the image jumped 
abruptly to the other side just as we should expect it to do on crossing 
the D lines in the spectrum, and from now on the image slowly crawled 
back to its undeviated position. The focal length of the telescope 
was 460 mm,, and the maximum deviation of the rays adjacent to 
the D lines on the red side, as measured by an eye-piece filar micro- 
meter, was but 1 mm., while the deviation in the opposite direction of 
the rays on the other side of the D lines was 1*2 mm. The angle of 
the prism was 130, from which data we get the following values for 
the refractive index of the vapour for these two wave-lengths (relative 
to hydrogen) /x = 1*0005 and /x = 0*9994. 

Similar results were obtained with the device shown in fig. 6, when 
two elliptical pieces of perforated sheet iron were used for moulding 
the vapour. The images formed in this case were blurred by 
diffraction. 

Fig. 6. 




I place very little value however on these figures, for I am of the 
opinion that the effective angle of the sodium prism is much less than 
the angle between the ends of the tubes, it seeming probable that the 
vapour bulges out into the tubes, especially near the centre. That 
this is to a certain extent the case is indicated by the fact that the 
image of the slit is not very sharp, though this may well be caused by 
the varying density of the vapour. I have not yet despaired of getting 
a prism bounded by plates of glass, about which there can be raised 
no question, though the problem is a difficult one, and observations, 
will have to be made with great rapidity. 

The deviations obtained by this method are very much less tham 
those obtained with the dispersion tubes, indicating either that tiie* 
equivalent angle is very large in the latter case (it may be nearly IW 
for all we know) or that the angle of the prism formed by the iron 
tubes was less than the estimated value. 
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If we calculate the refractive indices from the data given by the 
curve traced with the diamond point, assuming the equivalent angle 
of the stratified vapour to be 130°, we get for the wave-lengths adjacent 
to the absorption band the values /x == 1*0024 and /x = 0*9969. 

The value given by Becquerel (1*0009) is intermediate between the 
values obtained by the two methods, but I feel sure that his flame 
must have been non-homogeneous, and his numerical results more or 
less inaccurate in consequence. 

For the exhibition of the actual spectrum produced by a prism of 
sodium vapour a long dispersion tube with a battery of four of five 
prisms gives the best results. A small Bunsen burner should be used 
for each of the fragments of sodium, which should be at least 6 or 
8 cm. apart. (This arrangement is shown in fig. 2, p. 160.) 

The coloured drawing of the spectrum (Plate 1), to which I have 
already alluded, was made when the spectrum was obtained in this 
manner. A single prism gives a very pretty anomalous spectrum, 
but the magnificent effect produced by the battery makes the slight 
amount of extra trouble well worth while. If the electric arc is 
employed as the source of light extreme violet will be found to occupy 
the position of the undeviated image of the slit. Then comes the 
blue, sometimes in contact with the violet and sometimes slightly 
separated by a fine dark line, owing to the fact that the violet light 
comes from the fluted carbon band of the arc, which is separated from 
the blue by a comparatively dark region. Then comes a wide gap 
corresponding to light absorbed by the sodium vapour in the blue- 
green region (the channelled spectrum), and above this a beautiful 
flare of colour ranging from blue-green through grass-green to yellow. 
The red and orange portion of the spectrum is on the other side of or 
below the undeviated image, forming another brilliant flare of colour. 
It is separated from the violet by a wide dark band, due to the 
absorption in the vicinity of the D lines. If the density of the vapour 
is increased by heating the tube to a higher temperature the red flare 
extends lower down, grows fainter, and finally fades away owing to 
the presence of the fluted absorption bands in the red. The green 
and blue persist, however, becoming more widely separated, but finally 
the green disappears almost entirely. It is best to arrange the gas- 
cock so that the height of the flames can be controlled without leaving 
the eye-piece, for it is surprising how slight a change is necessary to 
completely alter the general appearance of the spectrum. 

The glass tube should not be allowed to cool until the experiment 
is at an end, otherwise it will immediately fly to pieces as soon as the 
flame is again applied to it. 

While glass answers very well if the experiment is to be of short 
duration, sheet iron is much more satisfactory. Suitable tubes can be 
made by any tinsmith. They should be made of thin sheet iron, and 
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the turned-over seam hammered until a tight joint is formed. These 
tubes can be heated and cooled any number of times, and can be kept 
in operation for an hour or two, at the end of which time the sodium 
is generally used up, a moss-like deposit of oxide gradually filling up 
the tube. These tubes can be used over and over again without 
deterioration, and are most satisfactory in every respect. Their only 
fault lies in their conductivity, the sealing-wax softening and the glass 
plates falling off, but this can be prevented by wrapping a strip of 
cloth around each end, and wetting it from time to time. I have had 
one tube made with water-jackets at each end, but it seems to have no 
especial advantage, and is more complicated. Porcelain tubes are 
quite satisfactory, but I prefer the iron on the whole, 

By employing a tube of about 5 cm. diameter I have succeeded in 
projecting the anomalous spectrum, but the appearance is so very 
inferior to that of the phenomenon when seen subjectively that I 
should never think of employing the method. 

No trace of any influence of the fluted absorption bands on the dis- 
persion has been detected. 

It is a matter of some interest to know what becomes of the energy 
absorbed by a sodium flame, or by non-luminous sodium vapour. 
Most of it is undoubtedly spent in raising the temperature of the 
vapour ; this rise of temperature I have shown experimentally by 
making the dispersion tube the chamber of a radiophone, and illu- 
minating it with intermittent light. It was found that the radiophone 
sang loudly when illuminated by an intense beam of light which con- 
tained waves of the frequency of the sodium radiations, but became 
almost silent when these frequencies were removed. 

Prismatic analysis was found to weaken the light too much, con- 
sequently a very thin film of cyanine was used which was quite 
opaque to the region of the D-lines while transparent to the rest of 
the spectrum. Sunlight concentrated by a large mirror was employed 
for the illumination. 

It has always appeared to me thinkable that the absorbing sodium 
ions, when in resonant vibration, might emit a certain amount of light 
laterally. Kayser mentions in his new work on spectroscopy an 
experiment made by Miller, in an attempt to detect this phenomenon 
if it existed. The possibility of such a lateral radiation is discussed 
by Drude in his ' Lehrbuch der Optik " (page 493), and is shown to 
depend on a small value of the constant r in the equation of motion of 
an ion vibrating under the influence of a periodic electric force. For 
sodium vapour r is calculated to be something between 10 and 100. 
If it were equal to one we should expect a lateral radiation of light, 
which, says Drude, has never been observed. 

While experimenting with the very intense beam of sunlight in the 
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radiophone experiment I observed what appeared to be a lateral radia- 
tion of a clear green light by the vapour. 

My first thought was that it was light scattered by the small 
particles of oxide which are always floating about. If this were 
case the spectrum of the light should be that of white light after trans- 
mission through sodium vapour. An examination with the spectro- 
scope, however, showed that this was not the case, for the spectrum 
consisted of a diffused red band, a very narrow bright band in the 
case where the D lines occur, and a diffused band in the green, in 
which flutings seemed to be present. The general appearance of the 
light reminds one of the fluorescence of uranium glass. 

I am at the present time engaged in an investigation of the spectrum 
of this fluorescent light, but am not yet prepared to say whether the 
flutings in the green are discontinuities in the emission or due to the 
absorption of the non-luminous vapour surrounding the fluorescent 
vapour. A careful photographic study will be necessary before this 
can be decided, for which investigation I am employing an iron tube 
provided with copper jackets at each end, through which water circu- 
lates. (Pig. 7.) The light emitted laterally is observed through a 
second iron tube inserted at a right angle, and provided with a glass 
window. The sodium is placed at the junction of the tubes, which is 
then raised to a red heat with a blast lamp. 



Fig-. 1. 




So far as I am able to judge by passing the light causing the 
fluorescence through colour screens, the wave-length of the emitted 
light corresponds very nearly to that of the exciting vibrations. 
Interposing a thin cyanine screen, which removes the light in the 
neighbourhood of the D lines, causes no apparent diminution in the 
intensity of the emitted light; but the spectroscope shows that the 
bright band at wave-length 5890 has disappeared. A film stained 
with aurantia, which removes everything below the " b " group, 
greatly diminishes the intensity of the fluorescent light, and changes 
its colour to red. A solution of cuprammonium of moderate strength 
removes from the light all of the wave-lengths which are capable of 
exciting the fluorescence. A more careful investigation will be neces- 
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sary before deciding whether the wave-length of the emitted light is 
greater than that of the exciting vibrations. My impression is that 
the bright narrow band in the yellow is slightly on the red side of 
the D lines, but I do not feel absolutely sure of it. It will be 
interesting to see whether the fluorescence persists for an appreciable 
time after the light is cut off, which can be easily determined with 
an especially designed phosphoroscope, a matter which I expect to 
take up next. 

A quantitative study of the absorption of the vapour is extremely 
desirable, though the experimental difficulties will be very great. As 
I have already said, the width of the band at the D lines is often 
from ten to fifteen times the distance between the lines. Julius has, 
however, called attention to the fact that we must be on our guard 
against attributing the absence of light in the spectrum to absorp- 
tion, when the conditions are such that the rays may have been 
merely turned to one side by refraction. This he believes, if I read 
his paper lightly, is the true explanation of the widening of the 
D lines in the absorption spectrum. To eliminate the possibility of 
this lateral deviation it is necessary, if we are working with a non- 
homogeneous medium, to arrange matters so that the rays of light 
are perpendicular to the surfaces of equal refractive index, instead 
of parallel, as is the case in the dispersion tubes. One obvious 
method of getting around the difficulty would be to vaporise the 
sodium in a vacuum, thus doing away with the variations in the 
density, but this necessitates contact between the corrosive vapour and 
the glass. A better plan appeared to be to send the light through 
the stratified vapour in such a direction that no lateral deviation 
could result, a matter of some difficulty until the expedient occurred to 
me of using the surface of the molten metal as a reflector, the rays thus 
twice traversing the non-homogeneous medium in a direction perpen- 
dicular to the equi-indicial surfaces. 

A photograph of the absorption spectrum of the vapour in the red 
and yellow region, obtained with a 10-foot concave grating, is repro- 
duced on Plate 3, fig. 12. The D lines were photographed just below 
the spectrum for comparison. The flutings in the red are well shown 
in this picture, which is but one of a large number that have been 
taken. Measurements of wave-length have not yet been made, as I 
feel confident of getting better plates in the near future. The fine 
dark lines can be found on both sides of the heavy band at the 
D lines, and I have found that they are present throughout the 
entire spectrum. An enlargement of a portion of fig. 12 is shown in 
fig. 13, which gives a better idea of the appearance of the fluted bands. 

On increasing the density of the vapour the red end of the spectrum 
finally disappears, and by employing a very powerful light in combina- 
tion with the method above alluded to of reflecting the light from the 
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mirror of molten sodium, I find that the spectrum consists of two 
exceedingly brilliant narrow green bands with a narrow dark line 
between them, and a band in the violet. which is partially filled with 
flutings. This spectrum I have observed but once, and have given it 
no careful study as yet. 

The flutings in the green-blue portion of the spectrum are similar 
in appearance to those in the red, but they make their appearance when 
the vapour is less dense, this part of the spectrum being blotted out 
entirely when the red bands are at their best. 

I have not yet investigated the question of whether an increase in 
the thickness of the layer of vapour is the equivalent of increasing its 
density, but I feel quite sure that such is not the case. There remains 
too the question of pressure. All of the experiments that I , have 
made thus far have been at atmospheric pressure, the variations in 
density being in all probability merely dilution of the metallic vapour 
with hydrogen. 

Sodium vapour possesses another property which requires further 
investigation, namely, the power of emitting light in virtue of tem- 
perature alone. This was first observed by Evershed.* Iodine and 
a number of other substances behave in a similar manner, the tem- 
perature necessary to produce the luminous radiations being but little 
above a red heat. On repeating Evershed's experiment with iodine, 
my first impression was that anomalous dispersion might be at the 
bottom of it. The vapour was heated in a tube, and the purple lumi- 
nosity or glow hung close to the inner wall, which was red hot. It 
seemed quite possible that the phenomenon might be a mirage effect, 
the rays of suitable wave-length coming from the red-hot wall 
moving in curved paths through the non-homogeneous vapour. To 
test this I devised a method by which this possibility was entirely 
eliminated, and found that the glow was more brilliant than ever. A 
spiral of platinum wire mounted in a small flask in which iodine was 
vaporised was raised to a bright red heat by an electric current. 
The convection current of iodine which rose through the spiral was 
luminous to a height of about 2 cm. above the spiral, waving from side 
to side in the form of a reddish-purple flame. Focussing the image of 
an electric arc on the spiral increased its luminosity ten-fold, with- 
out, however, altering the intensity of the glowing vapour. Probably 
the luminescence of sodium could be shown in the same way, though 
the one experiment that I tried with it gave negative results. 

I expect in the near future to investigate all of the questions which 
I have touched upon in the latter part of this paper, for it appears to 
me that, with proper coaxing, sodium vapour may furnish us with 
much information regarding molecular dynamics. The results obtained 
up to the present time are only a small beginning, but appear to indi- 

* « Phil. Mag./ vol. 39, 1895. 
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cate that in sodium vapour we have a medium which approaches more 
nearly to the ideal absorbing medium, with but a single natural period 
of vibration, than any substance heretofore investigated. 

Of course I am speaking here only with reference to the natural 
vibration which appears to influence the dispersion. Strictly speaking, 
there are two natural periods, of course, which influence the velocity of 
the light in the medium, but when the medium is very dense the con- 
dition certainly approaches very nearly to that of a single period 
medium. As I have said before, the fluted absorption bands are 
without influence on the dispersion, at least their influence is too 
slight to be detected by the methods that have been employed thus 
far. 



" On Skin Currents. Part II. — Observations on Cats." Bv 
Augustus D. Wallek, M.D., F.K.S. Eeceived October 7, — 
Eead November 21, 1901. 

In the first part of the present investigation* I have stated, as one 
of the principal conclusions with regard to the frog's skin, that the 
normal electrical response of the excited skin is of outgoing direction. 

The chief object of the following observations was to ascertain 
whether or no similar effects of outgoing direction are manifested by 
the pad of the cat's foot, this having been, since the first observations 
of Hermann and of Luchsinger, the chosen object upon which to 
demonstrate the cutaneous (epithelial and glandular) currents aroused 
by nerve-stimulation. 

I have examined the cutaneous currents, A indirectly aroused by 
nerve-stimulation, B directly aroused by electrical excitation of the 
skin itself in the manner described and figured in my previous com- 
munication (loc. cit., p. 481). 

A. Indirect Excitation. — The animals were decapitated, and used 
in the first instance for the observation of indirect effects and their 
possible modification in consequence of arrested circulation. In every 
case, without exception, the electrical effect of excitation of the sciatic 
nerve upon the pads proved to be an ingoing current, as described by 
Luchsinger and by Hermann.! The effect gradually declined with 
lapse of time, and disappeared within 1 hour after decapitation, with- 
out exhibiting any change of sign or other modification. 

Although it was not my purpose to pay particular attention to this 
point, I may take the opportunity of stating that the experiment, as 

* "On Skin Currents. Part I.— The Frog's Skin," ' Koy. Soc. Proc.,' June 6, 
1901, vol. 68, p. 430. 

f Kendall and Luchsinger, " Zur Theorie der Seeretionen," * Pfliiger's Archiv,' 
vol. 13, 1876, p. 212 ; Hermann and Luchsinger, " Ueber die Secretionsstrome der 
Haut bei der Katze," ' Pfliiger's Archiv,' vol. 17, 1878, p. 310. 



1 



•A 



\ 

H r 




Anomalous Spectrum produced by Prism of Sodium Vapour. 



IT l'Uti.1 



i i * 



